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This  swine  building  developed  by  North  Carolina 
State  University  is  intended  to  provide  reasonable 
control  of  temperature  extremes  at  the  lowest  prac- 
tical cost.  The  animals  are  thereby  given  the  most 
favorable  environmental  conditions  possible  with 
natural  ventilation.  The  building  is  of  masonry  and 
post-type  construction  and  can  be  expanded  in 
multiples  of  15  feet.  The  end  walls  are  closed,  but 
the  north  and  south  walls  are  open  to  permit  maxi- 
mum air  movement  through  the  pens  in  warm 
weather.  A  winch -operated  plastic  curtain  may  be 
raised  to  close  the  north  or  south  wall  during  colder 
weather.  General  features  of  construction  are  shown 
on  the  working  drawings.  Details  are  left  to  the  dis- 
creation  of  the  builder. 

The  use  of  commercially  fabricated  roof  trusses, 
which  are  available  in  many  areas,  is  suggested. 
The  trusses  must  adequately  support  the  roof  struc- 
ture, the  ceiling,  and  the  wind  and  snow  loads  that 
may  be  expected  in  the  area  where  the  building  is 
erected.  The  metal  roofing,  over  purlins  spaced  24 
inches  on  center,  must  be  rigid  enough  to  carry 
these  loads. 


Because  some  structural  modification  may  be  re- 
quired in  localities  subject  to  heavy  snows  or  high 
winds,  consult  your  county  extension  agricultural 
agent  or  State  extension  agricultural  engineer  for 
advice  before  starting  construction. 

This  building  features  totally  slotted  floors  with 
one  exception.  The  surface  over  the  plenum  is 
covered  with  a  solid  concrete  slab. 

The  finishing  floor  contains  20  pens  with  a  ca- 
pacity of  30  pigs  per  pen  or  a  total  of  600  pigs. 


Complete  working  drawings  may  be  obtained  from  the  ex- 
tension agricultural  engineer  at  your  State  university.  There 
may  be  a  small  charge  to  cover  cost  of  printing. 

If  you  do  not  know  the  location  of  your  State  university,  send 
your  request  to  Agricultural  Engineer,  Extension  Service,  U.S. 
Department  of  Agriculture,  Washington,  D.C.  20250.  He  will 
forward  your  request  to  the  correct  university.  ORDER  PLAN 
NO.  6159,  SWINE  BUILDING,  Finishing  Floor. 
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